AMENDMENT NO. 1 JULY 2015 
TO 
IS 9973 : 1981 SPECIFICATION FOR VISOR FOR 
SCOOTER HELMETS 


(Page 6, clause 5.3) — Substitute the following for the existing clause: 


‘5.3 Flammability — When tested as per method given in Appendix G of 
IS 2925 : 1984*, the rate of burning shall not be greater than 3 cm/min.’ 
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